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Data Bridge Market Research analyses that the water testing 
equipment market was valued at USD 4.07 billion in 2021 and is 
expected to reach the value of USD 6.49 billion by 2029, at a 
CAGR of 6.00% during the forecast period. In addition to the 
market insights such as market value, growth rate, market 
segments, geographical coverage, market players, and market 
scenario the market report curated by the Data Bridge Market 
Research team includes in-depth expert analysis, import/export 
analysis, pricing analysis, production consumption analysis, and 
pestle analysis. 
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Report Description 


Water testing is a method of determining water quality. Water quality 
must be monitored on a regular basis in order to assess its health. 
Water testing and analysis are used to determine turbidity, dissolved 
gas concentration, radioactivity, and water conductivity. Water purity is 
critical to many industries and activities, including agriculture, 
fisheries, electronics, food, pharmaceutical aquaculture, and forestry. 
Water testing is classified into two types: physiochemical testing and 
bacteriological testing. 
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Some of the major players operating in this market are : 


Honeywell International Inc. 
LIDENSO CORPORATION 
QIOMNIVISION 

UAlpha MOS 
LIAMETEK.Inc. 
UAlphaSense Inc. 
BorgWarner Inc. 
Figaro Engineering Inc. 
LiEmerson Electric Co. 
L) General Electric 
UIndustrial Scientific 


Inquire Before Buying : 
https://www.databridgemarketresearch.com/inquire-before- 
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Market Segmentation 


¢ By Technology (Electrochemistry, Molecular Spectroscopy, Atomic Spectroscopy, 
Chromatography & Mass Spectrometry, Process Analysers), 


e Test Type (pH Test, Dissolved Oxygen Test, Conductivity Test, Turbidity Test, T.D.C. 
Tests), 


e Device Type (Stationery or Bench-Top, Portable), 
e Application (Industrial, Environmental, Laboratory, Government), 


Get Exclusive Sample Report: 
https://www.databridgemarketresearch.com/request-a- 


sample/?dbmr=global-water-testing-equipment-market 


Regional Analysis A DATA BRIDGE 
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Based on geography, the market is segmented into five geographical 
regions 


North America 
Europe 
Asia-Pacific 
South America 


Middle East 
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Africa 
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Research 


An absolute way to forecast what future holds is to comprehend the trend 
today! 
Data Bridge Market Research set forth itself as an unconventional and neoteric 
Market research and consulting firm with unparalleled level of resilience and 
integrated approaches. We are determined to unearth the best market 
opportunities and foster efficient information for your business to thrive in the 
market. Data Bridge endeavors to provide appropriate solutions to the 
complex business challenges and initiates an effortless decision-making 


process. 
Read Continue : http://databridgemarketresearch.com/about-us/ 
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